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Message Text 



UNCLASSIFIED 
PAGE 01 STATE 131050 
11 

ORIGIN EBO-01 

INEO OCT-01 EA-07 ADP-00 /009 R 

DRAETED BY A/ EBO: ATJENNINGS: EM 

7/2/73 EXT: 79167 

APPROVED BY A/ FBO: EJWARLOW 

122979 

R 040043 Z JUL 73 
EM SECSTATE WASHDC 
TO AMEMBASSY MANILA 

UNCLAS STATE 131050 

E. O. 11652: N/A 
TAGS: ABLD 

SUBJECT: 1. CHANCERY A/ C SYSTEM, PROPERTY NO. 01314- A 
2. RESIDENCE A/ C SYSTEM, PROPERTY NO. 08314. 

REF: (A) MANILA 7297 
(B) MANILA 7308 

1 . YORK NOTIFIED REGARDING URGENT NEED FOR CRANKSHAFT AND 
POSSIBLE FACTORY RESPONSIBILITY FOR FAILURES OWING TO 
INCORRECT SUCTION PIPING FROM CHILLERS AND POOR SENSING 
BULB LOCATIONS, CRANKSHAFT SHIPPED AIR FREIGHT TO AG/ P 
6/27. MEANWHILE STRONGLY RECOMMEND ACCOMPLISHING PIPING 
CHANGES AS PROPOSED BY WOUNDY TO AVERT RECURRENCE OF 
COMPRESSOR FAILURES. 

2. AUTHORIZED EXPEND DOES. 5,583 FOR FIFTEEN NEW COOLING 
COILS IN RESIDENCE A/ C SYSTEM UNDER CODE 610 WHEN POST 
RECEIVES NOTICE OF FY 1974 OBLIGATING AUTHORITY UNDER 
THE CONTINUING RESOLUTION. FORWARD COMPLETE DESCRIPTION 
THIS A/ C SYSTEM. IS IT CHILLED WATER? IF SO, EXPLAIN 

WHY WATER PRESSURE IS 150 POUNDS WHEN 40 POUNDS WOULD BE 

ADEQUATE. RUSH 
UNCLASSIFIED 
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*** Current Handling Restrictions *** n/a 
*** Current Classification *** UNCLASSIFIED 
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Message Attributes 



Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 04 JUL 1973 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1973STATE131050 

Document Source: CORE 

Document Unique ID: 00 

Drafter: ATJENNINGS: EM 

Enclosure: n/a 

Executive Order: n/a 

Errors: n/a 

Film Number: n/a 

From: STATE 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: Iink1973/newtext/t19730763/aaaajurs.tel 

Line Count: 57 
Locator: TEXT ON-LINE 
Office: ORIGIN FBO 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: 

Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 73 MANILA 7297 , 73 MANILA 7308 
Review Action: RELEASED, APPROVED 
Review Authority: hilburpw 
Review Comment: n/a 
Review Content Flags: 

Review Date: 13 DEC 2001 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <13-Dec-2001 by thomasv0>; APPROVED <28 FEB 2002 by hilburpw> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 



Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 

Status: <DBA CORRECTED> gwr 980306 

Subject: 1 . CHANCERY N C SYSTEM, PROPERTY NO. 01 31 4- A 2. RESIDENCE A/ C SYSTEM, PROPERTY NO. 0831 4. 
TAGS: ABLD, RP 
To: MANILA 
Type: TE 
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